Public Open House #2 


Date: Tuesday, October 18, 2022 
Time: 7:00 PM 
Location: Town Hall Auditorium, 730 Massachusetts Ave 
Agenda 
1. Welcome and Introductions. 
2. Presentation: 
a. Overview of Summer 2022 Public Outreach. 
b. Project Goals. 
c. Conceptual Design for Mass Ave/Appleton Corridor and Alternates. 
d. Next Steps. 
e. Open House Instructions. 


3. Open House Stations Activity. 


4. Adjourn. 


